Firestone: 


COUNTRY CLUB 
Akron, Ohio 





Home of the World Series 
of Golf South Course 


A Championship Course designed by: Robert Trent Jones 


—— 


YARDAGE to green from CENTER OF FAIRWAY 
opposite marker to CENTER OF GREEN 





South Course 
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Course rating: Championship—74.4, Member—70.6 Note: Course measured from 5 yds. from back of tees to center of greens. 





